Hanchett, James (DPH) </0=C0MM0NWEALTH OF 
From: MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES.HANCHETT> 

Sent: Thursday, May 31, 2012 7:08 AM 

To: Farak, Sonja (DPH) <Sonja.Farak@MassMail.StateMA.US>; Pontes, Rebecca 

(DPH) <Rebecca.Pontes@MassMaiLState.MA.US> 

Subject: FW: Cvs 


From: Nassif, Julianne (DPH) 

Sent: Wednesday, May 30, 2012 4:57 PM 

To: O'Brien, Elisabeth (DPH); Salem, Sharon (DPH) 

Cc: Salem!, Charles (DPH); Hanchett, James (DPH) 

Subject: Cvs 

Hi, 

Over the next month, I will be asking for lots of information from you to share with the State Police. 
First up - current CVs of lab staff. Betsy, if office staff have current resumes that would be good too. 
These will be used for comparing staff education & background with accreditation guidelines. I see no 
problems here. 

Thanks, Julie 

juLlfliA-iA-e Nflsslf 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 


Farak email PRR 002731 







